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Message Text 


CONFIDENTIAL 
PAGE 01 BONN 03865 151705 Z 
62 

ACTION EUR-25 

INFO OCT-01 ADP-00 CIAE-00 PM-09 H-02 INR-09 L-03 NSAE-00 

NSC-10 PA-03 RSC-01 PRS-01 SS-14 USIA-12 EB-11 STR-08 

OMB-01 T-03 GAC-01 SAJ-01 MBFR-03 ACDA-19 TRSE-00 

COME-OO RSR-01 /138 W 

063128 

R 151655 Z MAR 73 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 3905 
INFO SECDEF WASHDC 
USMISSION NATO 
USMISSION EC BRUSSELS 
AMEMBASSY HELSINKI 
AMEMBASSY MOSCOW 

CONFIDENTIAL BONN 3865 

HELSINKI FOR MPT DEL 

E. O. 11652: GDS 
TAGS: PFOR, GW 

SUB J : CSCE: FRG VIEW ON ECONOMIC COOPERATION 
REF: HELSINKI 675 

FURTHER TO REFTEL REPORT ON CSCE ECONOMIC COOPERATION 
BASKET, FONOFF CSCE EXPERT TOLD EMBOFF MARCH 13 THAT 
FRG ATTACHES CONSIDERABLE IMPORTANCE TO INVESTMENT 
GUARANTEES AND TRANSFER OF PROFITS, THE SAME ASPECTS 
OF BELGIAN DRAFT ON INDUSTRIAL COOPERATION WHICH ZORIN 
HAD SINGLED OUT AS UNACCEPTABLE TO USSR. AS FONOFF 
REP PUT IT TO EMBOFF, KEY GERMAN CSCE OBIECTIVE ON 
INDUSTRIAL COOPERATION IS DEVELOPING " RULES OF THE GAME". 
HILT .F.NBR AND 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 15 MAR 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: garlanwa 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973BONN03865 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GDS 

Errors: n/a 

Film Number: n/a 

From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730329/aaaahurj.tel 

Line Count: 57 
Locator: TEXT ON-LINE 
Office: ACTION EUR 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: n/a 

Reference: 73 HELSINKI 675 

Review Action: RELEASED, APPROVED 

Review Authority: garlanwa 

Review Comment: n/a 

Review Content Flags: 

Review Date: 30 JUL 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30-Jul-2001 by willialo; APPROVED <06-Sep-2001 by garlanwa> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> jms 971204 

Subject: CSCE: FRG VIEW ON ECONOMIC COOPERATION 

TAGS: PFOR, n/a 

To: EC BRUSSELS 

EUR 

HELSINKI 

MOSCOW 

NATO 

SECSTATE WASHDC 
WASHDC 
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